Sanitized Copy Approved for Release 2010/07/13 : CIA-RDP80T00246A046300740001-6 




(A 



NFORMATION REPORT INFORMATION REPORT 


CENTRAL INTELLIGENCE AGENCY 


Sf- ?f 


S- E - n - R-E-'P 


COUNTRY 

SUBJECT 


USSR 

1* Photograph of a Soviet NEPTUNE 
Radar 

2. Photograph of a Soviet 
Radiogoniometer 


REPORT 


DATE DISTR. 
NO. PAGES 
REFERENCES 


3 February 1959 
1 


DATE OF 
INFO. 

PJLACE & 
DATE ACQ 


25X1 


25X1 

25X1 



A photograph of the screen of a NEPTUNE radar and a photoErarh of a Soviet 
manufactured radiogoniome ter & pr oi a soviet 
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Description 

The NEPTUNE radar screen at left was mamifant«v»rt •!« 

1955 

The radiogoniometer, type SHP-5, was 

manufactured in the USSR in 1956. ihe equipment 
operates on 2 2 ° volts and on the following frequencies: 
186 to 376 KC and 375 to 750 KC® 
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